EXHIBIT   "A1

FEDERAL MINE  SAFETY AND HEALTH  REVIEW COMMISSION
OFFICE  OF ADMINISTRATIVE  LAW JUDGES

IN THE MATTER OF;

SECRETARY OF LABOR,
on behalf of

GEORGE D. JUSTICE,

Applicants
v.

CANADA COAL COMPANY, INC.,
No. 2 Mine,

Respondent

) Application for Temporary

)   Reinstatement

)

Case No. PIKE CD 82-10

)      Docket   NO. KENT   82-111-D

AFFIDAVIT

Commonwealth of Virginia )

County of Arlington

Michael Yanak, Jr., being first duly sworn, deposes and
states:

1.  I am a Mine Safety and Health Specialist on the staff
of the Office of Technical Compliance and Special Investigation,
Mine Safety and Health Administration, located at 4015 Wilson
Boulevard, Arlington, Virginia 22203.

2.  As a Mine Safety and Health Specialist, I had the
responsibility of initially reviewing the report of investigation
of the above-captioned matter.

3.  My review of the report of investigation disclosed
the following;

1096ion 105(c) (2) of the Act
